From: 

Sent: 

To: 

Cc: 

Subject: 


Piro, Peter (DPH) 

Tuesday, March 08, 2011 9:45 AM 
Servizio, Paul (DPH) 

Salemi, Charles (DPH); Nassif, Julianne (DPH) 
Tampering Case 


Hi Paul, 

I called Lannett Co., the manufacturer of your morphine sulfate solution. As of today, their product is still unavailable 
because it needs FDA approval. They were unable to give me an availability date. I will add the morphine sulfate solution 
from Roxane Laboratories to my list of standards to buy. GSS will probably have the quote ready today and I’ll re-order 
ASAP. 
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